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MINISTRY OF SURFACE TRANSPORT 
(Department of Shipping) 

(PORTS WING) 

New Delhi, the 26th September, 2000 

CORRIGENDUM 

G.S.R. 748(E).—In the English version of the Schedule to the Ministry of Surface Transport Notification 
No. 2(E) dated 31-12-1999, the words “Madras Port Trust Employees’ (Medical Attendance in tlie Trusts’ Hospital and 
reimbursement of Hospital Charges) (Amendment) Regulations’’, appearing under the stared title may be read as “Madras 
Port Trust Employees' (Medical Attendance in the Trusts’ Hospital and reimbursement of Hospital Charges) (Amendment) 
Regulations, 1999’’. 
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